Medeco eCylinder Solutions 
Reducing Loss & Liability - One Door at a Time 
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Classic Logic Support ns 


eCylinders & Keys 


ASSA ABLOY, the global leader in 
door opening solutions 


Flexibility Merged With Security 


Medeco’s eCylinder platforms merge the flexibility of 
electronics with reliable mechanical technologies—all in 
a retrofit cylinder. Medeco Logic offers end-users audit 


trail, user access schedules, and the ability to quickly add 


HIGH SECURITY LOCKS 
L": 


ASSA ABLOY 


or remove a key from a system. And, unlike other products, 
Medeco Logic installs with no wiring in a matter of minutes. 
Hybrid key allows users to carry a single credential that 


accesses both mechanical and electronic access systems. 
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Full Range of Electronic Retrofit Products 
Designed for many applications. 


Control Loss or Liability « No Wiring * Audit & Scheduling * Instant Rekey + Low Maintenance 
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Vertical Logic 


Intelligent, robust and 
rechargeable key provides 
power to many types of 
cylinders; ideal for 
retrofit/upgrade and harsh 
environment installations. 
System even audits 


core removal. 


eCylinders Control Loss and Liability 


Key Control 


e Access is desired 24/7 
e No audit information needed 


e Low Cost 


Electro-mechanical Medeco? 
keys power a full range of 
cylinders, allow for flexible but 
intelligent system design with a 
combination of mechanical and 


electromechanical cylinders. 


e Quickly and electronically 
change access rights 


e Track historic access 
information 


» Fills gap in user needs 


A combination of mechanical 
and electronic technologies 
and a full range of cylinder 
types are paired with intelligent 
keys for flexible system design. 
Long-life replaceable battery 


in key powers the cylinder. 


Access Control 


e Real-time access information 
and updates 


e Immediate changes 


e Expensive 


small sleek design of the key and the powerful cylinder 


is ideal for harsh environments. 


Flexible authorization, auditing of use, and quick retrofit 


to existing hardware are all in one convenient package. 


Convenient access programming in a retrofit cylinder 
and no risk of unauthorized mechanical key duplication 


* Robust cylinder that securely operates in challenging 
environments with Stainless steel components 


* 2000 audit events stored in cylinder 


* Protect against lost keys with unauthorized 
key list programmed in cylinder 


Installs in standard hardware with 
no wiring or other modifications 


* User friendly software provides 
audit information obtained 
from the key or cylinder 


Medeco Nexgen XT is a retrofit electronic cylinder for many types of 
retrofit applications. The Nexgen XT cylinder is ideal for loss and liability 
management as a direct replacement for mechanical cylinders. Easily k 
monitor usage of keys for better control. The cylinder is powered 


by the rechargeable key so no wiring or power supply is needed. The 
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Convenient, small robust electronic key with stainless 
steel housing that fits on your key ring 


Individual key charger and rechargeable battery 
assures key is always fully charged, up to 800 openings 
per charge 


Flexible Memory Allocation lets the user decide 
how the memory is used 


e 5,000 authorizations maximum 
e 5,000 audit events maximum 


Convenient key programming of cylinder eliminates 
need for removal of cylinder to make changes 


Web programming option allow for 
flexible system management 


Rechargeable key eliminates 
battery maintenance 


Nexgen XT Small Format Interchangeable Core 


Description Part Number Price 
Small Format Interchangeable Core (SFIC) 
Cylinder EA-100108 224.00 
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Nexgen XT Mortise Cylinders 


Description Part Number Price 


1 1/4" Mortise Cylinder 10G0500 210.00 
1 3/8" Mortise Cylinder 10G5100 210.00 
1 1/2" Mortise Cylinder 10G5200 215.00 
1 5/8" Mortise Cylinder 10G5300 220.00 
1 3/4" Mortise Cylinder 10G5400 225.00 
2" Mortise Cylinder 10G5500 235.00 
2 1/4" Mortise Cylinder 10G5600 245.00 
2 1/2" Mortise Cylinder 10G5700 255.00 


Nexgen XT Rim Cylinders 


Description Part Number Price 

Rim Cylinder, horizontal tailpiece 10G0400H 210.00 
Rim Cylinder, vertical tailpiece 10G0400V 210.00 
Rim Cylinder, 180 degree lazy motion 10G0700 210.00 


Nexgen XT Arrow Cylinders 


Description Part Number Price 


Nexgen XT cylinder for all Arrow RK & MK series 

knobs and GL series levers. For RK & MK series, 

replace original spacer with Medeco 

CP-160321 (included) 20G200A1 210.00 


Nexgen XT Cylinders for Cal-Royal 


Description Part Number Price 
Cylinder for Cal-Royal Apollo series SLOO knob 

lock and LX01 lever lock 20G20049 210.00 
Cylinder for Cal-Royal CLS03 classroom 

function Gr. 2 lever lock 20G200V1 210.00 


Nexgen XT Cylinders for Corbin Russwin 


Description Part Number Price 
Cylinder for Corbin 800 lever lockset CL3300, 
CL3400, CL3500 & CL3600 20G20073 210.00 


Cylinder for Corbin Russwin CL3900 series 
leversets 20G200V9 210.00 


Nexgen XT Cylinders for Dorma 


Description Part Number Price 
Cylinder for Dorma CL853, CL860 (exterior), 


CL880, CL882, CL80EL, CL80EU, CK853, CK860 
(exterior), CK880, CK882, CK80EL, & CK80EU  20G200V1 210.00 


Cylinder for Dorma CL860 (interior), CL870, 
CL872, CL873, CL877, CK860 (interior), CK870, 
CK872, CK873 & CK877 20G200V0 210.00 


Cylinder for Dorma CL700 series 20G20049 210.00 


Nexgen XT Cylinders for Falcon 


Description Part Number Price 


Cylinder for Falcon B, LY, X, S & T series. 
Includes: CT-V03, CT-Y49, CT-Y54, CT-Y58, CT- 


Y68, CT-Y71, CT-Y72, CP-160311 20G200F1 210.00 
Cylinder for Falcon F521, F561, F581, and N 

series knobs 20G20051 210.00 
Cylinder for Falcon T-381 (inside) 20G20073 210.00 
Cylinder for Falcon T 8 RU series, T381 

(exterior) 20G200V3 210.00 


Nexgen XT Cylinders for KABA-Mas-Hamilton 


Description Part Number Price 
Cylinder for Kaba E-plex 5000 20G20000 210.00 
Cylinder for Mas-Hamilton Power Lever 20G200V1 210.00 


Nexgen XT Cylinders for LSDA 


Description Part Number Price 
LSDA cylinder package fits 100, L100, LH1000, 

LX1000, Includes: CT-Y49, CT-Y70, CT-Y73, CT- 

Y78 20G200L1 210.00 


Nexgen XT Cylinder for Marks 


Description Part Number Price 


Cylinder for Marks 110, 170, 180, 190, 195, 295 
series Vestibule, Communicating, Classroom , & 
Classroom Security functions (DA, DC, SB, S). 20G200V0 210.00 


Cylinder for Marks Lever 110, 170, 180, 190, 
195, 295 series in Entrance, Institution, 
Storeroom, and Corridor functions (AB, DW, F, 
T 20G200V1 210.00 
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Nexgen XT Cylinders for Olympus 


Description Part Number Price 
Cylinder for Olympus 700 LCM & 800 LCM Key 
Retaining 20G200S1 210.00 


Nexgen XT Cylinders for PDQ 
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Description Part Number Price 
Cylinder for PDQ Lever SP & ST Series, GT, XGT, 
& GP Series 20G200V2 210.00 


Nexgen XT Cylinders for Sargent 


Description Part Number Price 


Cylinder for Sargent 10 line locksets, order with 
'30' option prefix (note: cylinder will extend 
from lever more than standard cylinder) 20G200S1 210.00 


Nexgen XT Cylinders for Schlage 


Description Part Number Price 


Cylinder Package for Schlage A, AL, C, D, ND & 

Olympiad lever designs, includes: CT-Y49 (A, AL, 

& D Olympiad Lever & C & D Plymouth), CT-Y52 

(C & D heavy duty knobs Ball, Globe & Sphere 

designs only), CT-Y53 (A series Orbit), CT-Y73 

(ND series Gr. 1 lever & AL thick doors), and CT- 

Y74 (45-101 padlock) 20G200S1 210.00 


Cylinder for Schlage S Series Lever 20G20097 210.00 


Nexgen XT Cylinders for TACO 


Description Part Number Price 
Cylinder for TACO LXV Lever Lockset 20G20078 210.00 


Cam Locks 

Description Part Number Price 
7/8" Cam lock assembly EN-150002-XXX (Op Code) 210.00 
1 1/8" Cam lock assembly EN-150003-XXX (Op Code) 210.00 


Cam Lock Operation Codes 


Description Part Number 
2 flat, 1 keypull, clockwise 90 degree 219 
2 flat, 1 keypull, counter-clockwise 90 degree 239 
2 flat, 1 keypull, clockwise 180 degrees 259 
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Pop-Out Cylinders a 


Description Part Number Price 
Pop-Out Cylinder, deadbolt assembly, sguare 

bolt EV-8500D 210.00 
Pop-Out Cylinder, spring bolt assembly, sguare 

bolt EV-8500S 210.00 
Pop-Out Cylinder Deadbolt assembly, round 

bolt EV-8501D 210.00 
Pop-Out Cylinder, springbolt assembly, round 

bolt EV-8501S 210.00 
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Nexgen XT Keys 


Description Part Number Price 


Nexgen XT Key (can be programmed to 
operate as a user key, control key, or audit 


function) EA-100107 65.00 
Nexgen XT Key 8 Portable Charger 94-0239 102.00 
Install/Demo Key (works cylinders not yet 

programmed to a system) EA-100111 165.00 
Install/ Demo Control Key (works I/C cylinders 

not yet programmed to a system) EA-100110 165.00 
Nexgen XT Software 

Description Part Number Price 
Nexgen XT Web Hosting, Entry SW-500301-1 412.00 
Nexgen XT Web Hosting, Basic SW-500301-2 1099.00 
Nexgen XT Web Hosting, Corporate SW-500301-3 3436.00 
Nexgen XT Web Hosting, Enterprise SW-500301-4 6185.00 
Nexgen XT Software (Local Client) EV-4515 716.00 
Nexgen XT Host Kit (Software, USB Cable, USB 

Programming Station, USB Security Dongle) EV-4514 973.00 


Nexgen XT Support Products 


Description Part Number Price 
Nexgen XT USB Programming Station only 

(order cable separately) EA-100109 201.00 
Nexgen XT Portable Key Charging Adapter only 

(order cable separately) EA-100088 41.00 
Nexgen XT USB System Dongle EA-250050 60.00 
USB 2.0 Cable (A to B Micro) EA-200058 19.00 
USB Vehicle Power Supply (No cable) EA-200057 19.00 
USB Wall Power Supply - US (No cable) EA-200056 19.00 


Smart SFIC Solutions Demo Kit (Includes Arrow, 
KeyMark, and Nexgen XT SFIC cylinders, keys, 
dongle, charger, cable and Web software 


access) 94-0261 735.00 NET 
SFIC -A Sales Kit (Includes Arrow, KeyMark x4, 
Demo Nexgen XT cylinder and keys) 94-0276 250.00 NET 


Nexgen XT Try Me Demo Keys & SFIC with 
charger and USB cable - NOT PROGRAMMABLE 94-0264 649.00 
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TECHNOLOGY 


21807 [LVA 


M? Logic merges the flexibility of electronics with reliable 
mechanical technology — all in a retrofit cylinder. M3 Logic offers 


end users audit trail, user access schedules, and the ability to quickly 


add or remove a key electronically from a system. M? Logic installs with no 


wiring in a matter of minutes and digital keys and digita 
- R 


cylinders reprogram for instant changes. 


1,000 groups per cylinder/1,000 keys per group 
Audit cylinder up to 750 audit records 
Encrypted communications 


Available in all common cylinder formats including 
KIK/KIL, large format interchangeable core, padlocks, 
and deadbolts 


Installs into standard hardware with no wiring 
or other modifications 


Reprogrammed with easy to use 
software and administration key 


Mechanically compatible with Medeco* and M* BiLevel 


Installs in minutes 
Weather resistant 


Available in most standard finishes 


Mechanical and Electronic technology are combined 
for superior security with Medeco patented key control 


Audit key up to 1,000 audit record provides information 
unavailable in a mechanical system 


Self-cleaning electronic contact point for a long 
lasting key and reliable connection 


Powered by an easily replaceable CR2025 
Battery with 20,000 cycle battery life 


Available with RFID/PROX coil insert 
for dual use with HID compatible 
systems. 


Rated for -20°F to +122°F 
(cylinder and key) 


Visible and audible 
status feedback 


Compact size in water 
resistant housing 


Programmed with 
Logic Manager Software 
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Vertical Logic Mortise Cylinders 


Description Part Number Price 
1 1/8" Mortise Cylinder 10*0200 576.00 
1 1/4" Mortise Cylinder 10*0500 576.00 


Vertical Logic Rim Cylinders 
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Description Part Number Price 
Rim Cylinder, Horizontal Tailpiece 10*0400H 576.00 
Rim Cylinder, Vertical Tailpiece 10*0400V 576.00 


Vertical Logic Cylinders for Arrow 


Description Part Number Price 


Cylinder Package for Arrow RK & MK Series 

Knobs & GL Series levers. Includes CT-Y70, CT- 

Y73, & CP-160321. Original cylinder spacer 

must be replaced with Medeco cylinder spacer 

CP-160321 20*200A1 576.00 


Vertical Logic Cylinders for Alarm Lock 


Description Part Number Price 
Cylinder for Alarm Lock Trilogy T1, T2, T3 20*200V1 576.00 


Vertical Logic Cylinders for Cal-Royal 


Description Part Number Price 
Cylinder for Cal-Royal SLOO knob lock and LX01 

lever lock 20*20049 576.00 
Cylinder for Cal-Royal CLS03 Classroom 

function Grade 2 lever lock 20*200V1 576.00 


Vertical Logic Cylinders for Corbin Russwin 


Description Part Number Price 
Cylinder for Corbin Russwin CL3900 20*200V9 576.00 
Cylinder for Corbin Russwin 800, CL3300, 

CL3400, CL3500, & CL3600 20*211730 576.00 


The * in the part number is replaced with: S=M3Logic, V=Biaxial Logic, Z=Original KW Logic 
***See key section for surcharges for custom coined cut keys or special stamping requirements 


Vertical Logic Cylinders for Dorma 


Description Part Number Price 


Cylinder for Dorma CL853, CL860 (exterior), 

CL880, CL882, CL80EL, CL80EU Grade 1 lever, 

CK853, CK860 (exterior), CK880, CK882, 

CK80EL, & CK80EU Grade 1 knobs 20*200V1 576.00 
Cylinder for Dorma CL860 (interior), CL870, 

CL872, CL873, CL877 Grade 1 Lever, CK860 

(interior), CK870, CK872, CK873 & CK 877 

Grade 1 Knobs 20*200V0 576.00 


Cylinder for Dorma CL700 Series 20*20049 576.00 
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Vertical Logic Cylinders for Embassy 


Description Part Number Price 


Cylinder for Embassy in Entrance, Institution, 
Storeroom, Corridor Functions. For Embassy 
Levers sold thru 9/06 and ALL Knobs 20*200V1 576.00 


Cylinder for Embassy Vestibule, 

Communicating, Classroom 8, Classroom 

Security Functions. For Embassy Levers sold 

thru 9/06 & ALL Knobs 20*200V0 576.00 


Vertical Logic Cylinders for Falcon 


Description Part Number Price 


Cylinder for Falcon B Series 20*20049 576.00 
Cylinder for Falcon B (CT-Y49), LY Ve. X 

(CT-Y68, except H knob or CT-Y71 - H kno b S 
(CT-Y54 - except H knob, or CT-Y58 - H knob) & 
F521, F561, F581, and N Series Knobs (CT-Y49 


horizontal) 20*200F1 576.00 
Cylinder for Falcon Inside Cylinder T-381 20*20073 576.00 
Cylinder for Falcon T & RU Series, T381 Outside 

Cylinder 20*200V3 576.00 


Vertical Logic Cylinders for KABA Mas Hamilton 


Description Part Number Price 
Cylinder for Kaba E-plex 5000 20*20000 576.00 
Cylinder for Mas-Hamilton Power Lever 20*200V1 576.00 


Vertical Logic Cylinders for LSDA 


Description Part Number Price 
LSDA Cylinder package fits 100, , L100, LH1000, 


LX1000 Series. Includes: CT-Y49, CT-Y70, CT- 
Y73, CT-Y78 20*200L1 576.00 


The * in the part number is replaced with: S=M3Logic, V=Biaxial Logic, Z=Original KW Logic 
***See key section for surcharges for custom coined cut keys or special stamping requirements 


Vertical Logic Cylinders for Marks 


Description Part Number Price 
Cylinder for Marks 110, 170, 180, 190, 195, 295 


Series DA-Vestibule, DC & SB Communicating, 
S-Classroom & Classroom Security functions = 20*200V0 576.00 


Cylinder for Marks Lever 110, 170, 180, 190, 

195 & 295 Series in AB-Entrance, DW- 

Institution, F-Storeroom, & T-Corridor 

Functions 20*200V1 576.00 
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Vertical Logic Cylinder for Olympus 


Description Part Number Price 
Cylinder for Olympus 700LCM & 800 LCM Key 

Retaining, Includes: CT-Y49, CT-Y52, CT-Y53, CT- 
Y54 20*200S1 576.00 


Vertical Logic Cylinders for PDQ 


Description Part Number Price 


Cylinder for PDQ Lever SP & ST Series, GT, XGT, 
& GP Series 20*200V2 576.00 


Vertical Logic Cylinder for Sargent 


Description Part Number Price 


Cylinder for Sargent 10 Line lockset ordered 

with a '30' option prefix (Note: cylinder will 

extend from lever more than the standard 

cylinder) 20*200S1 576.00 


Vertical Logic Cylinders for Schlage 


Description Part Number Price 


Cylinder Package for Schlage A, AL, C, D, ND & 

Olympiad lever designs, includes: CT-Y49 (A, AL, 

& D Olympiad Lever & C & D Plymouth), CT-Y52 

(C & D heavy duty knobs Ball, Globe & Sphere 

designs only), CT-Y53 (A series Orbit), CT-Y73 

(ND series Gr. 1 lever & AL thick doors), and CT- 

Y74 (45-101 padlock) 20*200S1 576.00 


Cylinder for Schlage S Series Lever 20*20097 576.00 


Vertical Logic Cylinders for TACO 


Description Part Number Price 
Cylinder for TACO LXV Lever Lockset 20*20078 576.00 


The * in the part number is replaced with: S=M3Logic, V=Biaxial Logic, Z=Original KW Logic 
***See key section for surcharges for custom coined cut keys or special stamping requirements 


Vertical Logic Deadbolt Cylinders 


Description Part Number Price 


Cylinder for Arrow D & E series single cylinder 


deadbolt 20*0901 576.00 
Cylinder for Sargent 470 & 480 Single Cylinder 

Deadbolt 20*0901 576.00 
Cylinder for Sargent 470 & 480 Double Cylinder 

Deadbolt 20*0902 576.00 
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Vertical Logic LFIC Cylinders 


Description Part Number Price 


Cylinder for Medeco 6 pin LFIC 32*0201 576.00 
Cylinder for Yale 6 pin LFIC 31*0100 576.00 
Cylinder for Yale 7 pin LFIC 31*0100A 576.00 


Vertical Logic Padlock Cylinders 
Description Part Number Price 


System Series padlock cylinder (padlock body 


sold separately) 51*0600 576.00 

Cylinder for Abus Padlock Series 83KNK/45, 

83KNK/50 & 83KNK/55. Use Abus driver M 20*20000 576.00 

Cylinder for American 3600/3700 Padlock 

(Note: use American driver DR-MED6) 20*20000 576.00 

Cylinder for New Standard padlocks 20*20052 576.00 

Cyllinder for Master 20 and 6600, 6700 Pro 

Series (Note: use Master driver 0298-627) 20*20000 576.00 

Cylinder for Schlage 45-101 padlock 20*20074 576.00 
(| 

Vertical Logic Padlock Options 

Description Part Number 


Refer to the Padlock section in the full-line catalog for a 
Omp a list of 5/16" and 7/16" padlocks, with and without 
shackle guards. System Series Padlocks 


The * in the part number is replaced with: S=M3Logic, V=Biaxial Logic, Z=Original KW Logic 
***See key section for surcharges for custom coined cut keys or special stamping requirements 


La 

S 

T Vertical Logic Cut Keys 

a Description Part Number Price 
ZJ E2 Medeco3 User Key, Specify 5 or 6 Pin with 

8 first X EA-44X052-XXXX 91.00 
17] E2 Original/Biaxial User Key, 5 or 6 Pin indicated 

= by Ist X EA-45X052-XXXX 91.00 
7g E3 Medeco3 User Key, 5 or 6 Pin indicated by 

B 1st X EA-44X053-XXXX 100.00 
© £3 Original/Biaxial User Key, 5 or 6 Pin indicated 

> by 1stX EA-45X053-XXXX 100.00 


E2 Medeco3 Yale LFIC Control Key, 6 or 7 Pin 
indicated by the 1st X. (5 Pin Cyls=6 Pin Ctrl, 6 
Pin Cyls= 7 Pin Ctrl) EA-44X062-XXXX 91.00 


E2 Original/Biaxial Yale LFIC Control Key, 6 or 7 
Pin Indicated by 1st X (5 Pin Cyls Use 6 Pin Ctrl, 
6 Pin Cyls Use 7 Pin Ctrl) EA-45X062-XXXX 91.00 


E3 Medeco3 Yale LFIC Control Key, 6 or 7 Pin 
indicated by 1st X (5 Pin Cyl=6 Pin Ctrl, 6 Pin 
Cyl =7 Pin Ctrl) EA-44X063-XXXX 100.00 


E3 Original/Biaxial Yale LFIC Control Key, 6 or 7 
Pin Indicated by 1st X, 5 Pin Cyl=6 Pin Ctrl, 6 Pin 


Cyl=7 Pin Ctrl) EA-45X063-XXXX 100.00 
E3 Cut key with PROX, 7 Pin Yale Control Key EA-457P63-XX00 109.00 
Black Caps Red Caps w/ Prox potted & 

programmed, for M3 Logic keys, pack of 25 94-0281-001 275.00 
Red Caps w/ Prox potted & programmed, for 

M3 Logic keys, pack of 25 94-0281-002 275.00 
Black caps for M3 Logic keys, pack of 25 94-0282-001 250.00 
Red caps for M3Logic keys, pack of 25 94-0282-002 250.00 
Black battery cap with PROX, Programmed EA-500041-001 20.00 
Red Battery Cap wtih PROX, Programmed EA-50004 1-002 20.00 
C-Key for Vertical M3 Logic EA-44600C 119.00 NET 


Vertical Logic Cliq Web Hosting Software 


Description Part Number Price 

Logic Cliq Web Hosting, Entry SW-500101-1 412.00 

Logic Cliq Web Hosting, Basic SW-500101-2 1099.00 

Logic Cliq Web Hosting, Corporate SW-500101-3 3436.00 

Logic Cliq Web Hosting, Enterprise SW-500101-4 6185.00 

Logic Cliq Web Manager Server Software SW-600801 14011.00 
Manager PC Software (Single System) EA-900081 432.00 NET 
Manager + PC Software for Multiple Systems _ EA-900082 926.00 NET 


The * in the part number is replaced with: S=M3Logic, V=Biaxial Logic, Z=Original KW Logic 
***See key section for surcharges for custom coined cut keys or special stamping requirements 


Vertical Logic Support Tools 


Description Part Number Price 

Smart Security Solutions Kit; Includes a 

Medeco3, BiLevel, and M3 Logic Cylinder all 

operated by a single key. 94-0273 412.00 NET 
Vertical M3 Logic Service Kit (Programming 

Device and C Key) 94-0277 618.00 NET 
Vertical M3 Logic Software and Service Kit 

(Manager + PC Software, Programming Device 

and C Key) 94-0278 1442.00 NET 
M3 Logic End User Kit (Manager Software, 

Programming Device, Key) 94S0270-XX 757.00 NET 
Vertical M3 Logic Programming Device 

(Includes USB Cable) EA-100113 491.00 NET 
Remote Wall PD for M3 Logic EA-100126 695.00 

Biaxial and Medeco3 Bottom Pin Kit for use 

with Vertical Logic (Original Product uses 

standard pin kit KW5401 258.00 NET 


The *in the part number is replaced with: S=M3Logic, V=Biaxial Logic, Z=Original KW Logic 
***See key section for surcharges for custom coined cut keys or special stamping reguirements 
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cylinders reprogram for instant changes. 


1,000 groups per cylinder/1,000 keys per group 
Audit either cylinder or key/up to 1,000 audit records 
Highly encrypted Cliq technology 


Available in all common cylinder formats including 
padlocks, cam locks, deadbolts, and cabinet locks 


Installs into standard hardware with no wiring 
or other modifications 


Reprogrammed with easy to use 
software and administration key 


Key available with PROX or iClass coil for use 
as a credential in access control systems 


NDER TECHNOLOGY 


Medeco Logic merges the flexibility of electronics with reliable 
mechanical technology — all in a retrofit cylinder. Medeco Logic offers 
end users audit trail, user access schedules, and the ability to quickly 
add or remove a key electronically from a system. Medeco Logic installs 


with no wiring in a matter of minutes and digital keys and digital 


21807 JISSE|) 


Mechanical and Electronic technology are combined 
for superior security 


Audit key up to 2,000 audit record provides information 
unavailable in a mechanical system 


Self-cleaning electronic contact point for a long 
lasting key and reliable connection 


Powered by an easily replaceable CR2025 
Battery with 20,000 cycle battery life 


2-level low battery indication 


Available with RFID/PROX coil insert 
for dual use with HID compatible 
systems. 
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2 
E € > 
:= Classic Logic Mortise Cylinders 2 
Z Description Part Number Price 
KÄ | 1/4" Mortise Cylinder 10C0500 576.00 
2 1 3/8" Mortise Cylinder 1005100 576.00 
EN 11/2" Mortise Cylinder 10C5200 620.00 
5 13/4" Mortise Cylinder 10C5400 678.00 
m 2" Mortise Cylinder 10C5500 678.00 
a 21/2" Mortise Cylinder 10C5700 678.00 
W Classic Logic mortise cylinders are not available 
longer than 2 1/2" - 


Classic Logic Rim Cylinders 


Description Part Number Price 
Rim Cylinder - Horizontal Tailpiece 10C0400H 576.00 
Rim Cylinder - Vertical Tailpiece 10C0400V 576.00 
Rim Cylinder - Sargent Mounting Style, 

Horizontal Tailpiece 10C0403H 576.00 
Rim Cylinder - Sargent Mounting Style, Vertical 

Tailpiece 10C0403V 576.00 
Rim Cylinder - 180 Degree Lazy Motion 10C0700 576.00 


4 


Classic Logic Cylinders for Alarm Lock 


Description Part Number Price 
Cylinder for Alarm Lock Trilogy T1, T2, T3 20C200V1 576.00 


Classic Logic Cylinders for Arrow 


Description Part Number Price 
Cylinder Package for Arrow MK Series include 
CT-Y70, CT-Y73, CP-160321 20C200A1 576.00 


Cylinder for Arrow RK Series & MK Series 
(Except Ball), original cylinder spacer must be 


replaced with Medeco spacer CP-160321 20C20070 576.00 
Cylinder for Arrow MK Series (Ball knob only) 

and GLseries 20C20073 576.00 
Cylinder for Arrow H 8 S Knob Series, L, ML, O, 

& W Series Lever 20020249 576.00 
Cylinder for Arrow JL Series Interconnected 

lock, deadbolt cylinder also necessary 20C20249 576.00 


A credit will be applied to the first user key ordered with each Logic cylinder or deadbolt. Note: All cylinders available with hardened steel nose 
by adding a D after the base part number. 26 Finish only. 
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Classic Logic Cylinder for Cal-Royal 


Description Part Number Price 
Cylinder for Cal-Royal SLOO Knob Lock and LX01 

Lever Lock 20C20049 576.00 
Cylinder for Cal-Royal CLS03 Classroom 

Function Grade 2 Lever Lock 20C200V1 576.00 


Classic Logic Cylinder for Corbin Russwin 
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Description Part Number Price 
Cylinder for Corbin Russwin CL3900 20C200V9 576.00 
Cylinder for Corbin Russwin 800, CL3300, 

CL3400, CL3500, CL3600 200211730 576.00 


Classic Logic Cylinder for Dorma 


Description Part Number Price 


Cylinder for Dorma® CL700 series 20C20049 576.00 
Cylinder for DormaQ CL860 (Interior), CL870, 

CL872, CL873, CL877 Grade 1 Lever, CK860 

(Interior), CK870, CK872, CK873, & CK877 

Grade 1 Knobs 20C200V0 576.00 
Cylinder for Dorma® CL853, CL860 (exterior), 

CL880, CL882, CL80EL, CL80EU Grade 1 Lever, 

CK853, CK860 (exterior), CK880, CK882, 

CK80EL, & CK80EU Grade 1 Knobs 20C200V1 576.00 


Classic Logic Cylinder for Embassy 


Description Part Number Price 
Cylinder for Embassy lockset in Entrance, 
Institution, Storeroom, Corridor functions. 20C200V1 576.00 


Va 


Classic Logic Cylinder for Falcon 


Description Part Number Price 

Cylinder for Falcon B Series 20020049 576.00 
Cylinder for Falcon S Series (Except H Knob) 20C20054 576.00 
Cylinder for Falcon S Series (H knob only) 20C20058 576.00 
Cylinder for Falcon X Series (Except H, T Knobs) 20C20068 576.00 


Cylinder for Falcon B, LY, X, S, & T series 
includes: CT-Y49, CT-Y54, CT-Y58, CT-Y68, CT- 


Y71, CT-Y72, CP-160311 20C200F1 576.00 
Cylinder for Falcon F521, F561, F581 and N 

Series Knobs 20C20051 576.00 
Cylinder for Falcon Inside Cylinder T-381 20C20073 576.00 
Cylinder for Falcon T & RU Series, T381 Outside 

cylinder 20C200V3 576.00 


A credit will be applied to the first user key ordered with each Logic cylinder or deadbolt. Note: All cylinders available with hardened steel nose 
by adding a D after the base part number. 26 Finish only. 
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Classic Logic Cylinder for Hager 


Description Part Number Price 
Cylinder for Hager Lever Locksets, Model 
3553,35/0,35/9,3580 20C20249 576.00 


Classic Logic Cylinder for KABA - Mas-Hamilton 


Description Part Number Price 
Kaba E-plex 5000 20C20000 576.00 
MAS-Hamilton Power Lever 20C200V1 576.00 


Classic Logic Cylinder for LSDA 


Description Part Number Price 


LSDA Cylinder Package Fits 100, L100, LH1000, 

LX1000 Series. Includes: CT-Y49, CT-Y70 (for 

100 Series Knob, except B and L100 Series 

Lever), CT-Y73 (for 100 Series B knob), CT-Y78 

(for LX1000 Lever) 20C200L1 576.00 


Classic Logic Cylinder for Marks 


Description Part Number Price 


Cylinder for Marks 110, 170, 180, 190, 195, 295 
series Bestibule, Communicating, Classroom, & 
Classroom Security functions (DA, DC, SB, S).  20C200V0 576.00 


Cylinder for Marks Lever 110, 170, 180, 190, 
195, 295 series in Entrance, Institution, 
Storeroom, and Corridor functions (AB, DW, F, 
20C200V1 576.00 


Classic Logic Cylinder for Olympus 


Description Part Number Price 


Cylinder for Olympus 700 LCM and 800 
LCM Key Retaining cabinet lock, includes: CT- 
Y49, CT-Y52, CT-Y53, CT-Y54 20C200$1 576.00 


Classic Logic Cylinder for PDQ. 


Description Part Number Price 
Cylinder for PDQ Lever SP & ST series, GT, XGT & 
GP Series 20C200V2 576.00 


A credit will be applied to the first user key ordered with each Logic cylinder or deadbolt. Note: All cylinders available with hardened steel nose 
by adding a D after the base part number. 26 Finish only. 


Classic Logic Cylinder for Sargent 


Description Part Number Price 


Cylinder for Sargent 10 line locksets order with 
'30' option prefix (note: cylinder will extend 
from lever more than standard cylinder) 20C200S1 576.00 


Classic Logic Cylinders for Schlage 
Description Part Number Price 


Cylinder Package for Schlage A, AL, C, D, ND & 
Olympiad lever designs, includes: CT-Y49 (A, AL, 
& D Olympiad Lever & C & D Plymouth), CT-Y52 
(C & D heavy duty knobs Ball, Globe & Sphere 
designs only), CT-Y53 (A series Orbit), CT-Y73 
(ND series Gr. 1 lever & AL thick doors), and CT- 
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Y74 (45-101 padlock) 20C20051 576.00 
sad Schlage D Series Lever, Athen, 

Rhodes, & Sparta designs 20C20249 576.00 
Cylinder for Schlage S series lever 20C20097 576.00 
Logic cylinder for Schlage style LFIC 32C2201 576.00 


Classic Logic Cylinder for TACO 


Description Part Number Price 
Cylinder for TACO LXV lever lockset 20C20078 576.00 


Classic Logic Padlock Cylinders 


Description Part Number Price 
Medeco System Series padlock cylinder 

(padlock body sold separately) 51C0600 576.00 
G8R Padlock popout cylinder, deadbolt 

function (padlock body sold separately) 64C1201 576.00 
G8R Padlock popout cylinder, springbolt 

function (padlock body sold separately) 64C1200 576.00 
Cylinder for American 3600/3700 padlock 

(Note: use American driver DR-MED6) 20C20000 576.00 
Cylinder for New Standard padlocks 20C20052 576.00 


Cylinder for Master 20 and 6600, 6700 Pro 
Series (Note: User Master driver 0298-627 for 


Pro Series) 20C20000 576.00 
Cylinder for Schlage 45-101 padlock 20C20074 576.00 
Cylinder for Abus Padlock Series 83KNK/45, 

83KNK/50 & 83KNK/55. Use Abus driver M 20C20000 576.00 


A credit will be applied to the first user key ordered with each Logic cylinder or deadbolt. Note: All cylinders available with hardened steel nose 
by adding a D after the base part number. 26 Finish only. 
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Classic Logic Padlock Options 


Description Part Number 


Refer to the Padlock Section in the full-line catalog for G8R 

options G8R 

Refer to the Padlock section in the full-line catalog for a 

oe list of 5/16" and 7/16" padlocks, with and without 

shackle guards System Series Padlocks 
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A credit will be applied to the first user key ordered with each Logic cylinder or deadbolt. Note: All cylinders available with hardened steel nose 
by adding a D after the base part number. 26 Finish only. 
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Classic Logic Deadbolt Cylinders 


o 

[=Y] 
Description Part Number Price 2 
Cylinder for Arrow D & E Series Single Cylinder o 
Deadbolts 20C0901 576.00 S. 
Cylinder for Arrow Revolution deadbolt 20C0901 576.00 = 
Cylinder for Sargent 470 8 480 single cylinder a 
deadbolt 20C0901 576.00 S 
Cylinder for Sargent 470 & 480 double cylinder a 
deadbolt 2000902 576.00 2 
Lazy Motion Cylinder for Schlage B series (old = 
style) deadbolt 20C0904 576.00 > 


Classic Logic Commercial Style Deadbolts 


Description Part Number Price 
Single Cylinder Maxum Deadbolt, 1 1/8 

"Faceplate, 2 3/8" Backset 11CC601 685.00 
Single Cylinder Maxum Deadbolt, 1 1/8 

"Faceplate, 2 3/4" Backset 11CC602 685.00 
Single Cylinder Maxum Deadbolt, 1" Faceplate, 

2 3/8" Backset 11CC603 685.00 
Single Cylinder Maxum Deadbolt, 1" Faceplate, 

2 3/4" Backset 11CC604 685.00 
Single Cylinder Maxum Deadbolt, Drive In 

Front, 2 3/8" Backset 11CC605 685.00 
Single Cylinder Maxum, Drive In Front, 2 3/4 

" Backset 11CC606 685.00 
Single Cylinder Maxum Deadbolt, Less Bolt 11CC60L 627.00 
Classic Logic Residential Style Deadbolts Sal 
Description Part Number Price 
Single Cylinder Maxum Deadbolt, 1 1/8 

"Faceplate, 2 3/8" Backset 11CR601 685.00 
Single Cylinder Maxum Deadbolt, 1 1/8 

" Faceplate, 2 3/4" Backset 11CR602 685.00 
Single Cylinder Maxum Deadbolt, 1" Faceplate, 

2 3/8" Backset 11CR603 685.00 
Single Cylinder Maxum Deadbolt, 1" Faceplate, 

2 3/4" Backset 11CR604 685.00 
Single Cylinder Maxum Deadbolt, Drive In 

Front, 2 3/8" Backset 11CR605 685.00 
Single Cylinder Maxum Deadbolt, Drive In 

Front, 2 3/4" Backset 11CR606 685.00 
Single Cylinder Maxum Deadbolt, Less Bolt 11CR60L 627.00 


A credit will be applied to the first user key ordered with each Logic cylinder or deadbolt. Note: All cylinders available with hardened steel nose 
by adding a D after the base part number. 26 Finish only. 
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Classic Logic Grade 2 Deadbolts 


Description Part Number Price 
Single Cylinder Grade 2 Deadbolt, Adjustable 
Backset 14C02110 629.00 


en 
— 
D 
© 
= 
>= 
O 
== 
en 
= 
© 
S 
S 
ru 
D 
A 
== 
BD 
© 
— 
= 
wn 
wn 
= 
U 


A credit will be applied to the first user key ordered with each Logic cylinder or deadbolt. Note: All cylinders available with hardened steel nose 
by adding a D after the base part number. 26 Finish only. 


26 


= o 

Classic Logic Cabinet Locks - = 

Description Part Number Price 2 

Plunger Lock, Round Bolt 49C0358 678.00 a 

Plunger Lock, T- Bolt 49C0368 678.00 w 

Cabinet Lock, Latchbolt 49C0359 678.00 3 

Cabinet Lock, Deadbolt 49C0366 678.00 2 

Showcase Ratchet Lock 49C0361 634.00 = 
a 
a 

Classic Logic Cam Locks J 

Description Part Number Price 

7/8" Cam lock 60C810-Op Code 576.00 

7/8" Cam lock with hardened plug face 60C810D-Op Code 631.00 

1 1/8" Cam lock 60C820-Op Code 576.00 

1 1/8" Cam lock with hardened steel plug face | 60C820D-Op Code 631.00 


Classic Logic Cam Lock Codes 


1 Flat, 1 Key Pull, Clockwise 90 degree 119 
2 Flat, 1 Keypull, Clockwise 90 degree 219 
2 Flat, 2 Keypull, Clockwise 90 degree 229 
2 Flat, 1 Keypull, Counterclockwise 90 degree 239 
2 Flat, 2 Keypull, Counterclockwise 90 degree 249 
2 Flat, 1 Keypull, Clockwise 180 degree 259 
2 Flat, 2 Keypull, Clockwise 180 degree 269 


Classic Logic Pop-Out Cylinders 


Description Part Number Price 
Logic Pop-out Cylinder, Springbolt 64C1200 576.00 
Logic Pop-out, Springbolt, Hardened Plug 64C1200D 631.00 
Logic Pop-out Cylinder, Deadbolt 64C1201 576.00 
Logic Pop-Out Cylinder, Deadbolt, Hardened 

Plug 64C1201D 631.00 


A credit will be applied to the first user key ordered with each Logic cylinder or deadbolt. Note: All cylinders available with hardened steel nose 
by adding a D after the base part number. 26 Finish only. 
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Classic Logic Keys på 


Logic Battery Cover w/Proximity-upgrade 
standard Logic keys to RFID Proximity Keys 
(sold in pack of 25) 94-0249 281.00 


= 
& Description Part Number Price 
kr E2 User Key- Key Only KY-42602X-XXXX 91.00 
1) £3 User Key-Key Only KY-42603X-XXXX 100.00 
zy C-Key KY-4260CR 119.00 NET 
=F E2 User Key with 125kHz PROX Cover KY-426P2B-XXXX 102.00 
= E3 User Key with 125kHz PROX Cover KY-426P3B-XXXX 111.00 
Kc 
U 


Logic Cliq Web Hosting Software 


Description Part Number Price 
Logic Cliq Web Hosting, Entry SW-500101-1 412.00 
Logic Cliq Web Hosting, Basic SW-500101-2 1099.00 
Logic Cliq Web Hosting, Corporate SW-500101-3 3436.00 
Logic Cliq Web Hosting, Enterprise SW-500101-4 6185.00 
Logic Cliq Web Manager Software SW-600801 14011.00 


Classic Logic Support Tools 


Description Part Number Price 

Logic Service Kit and Product Certification 

Training 94-0224 2466.00 NET 
Logic EndUser Kit (Manager Software, 

Programming Device 8 C Key) 94-0225 157.00 NET 
Z Programming Device (Includes USB 

Cable) EA-100099 491.00 NET 
Remote Wall PD for Logic EA-100121 695.00 

Logic System Planner Software EA-900083 34.00 NET 
Logic Manager PC Software (Single System) EA-900081 432.00 NET 
Logic Manager + PC Software (Multiple System) EA-900082 926.00 NET 


Acredit will be applied to the first user key ordered with each Logic cylinder or deadbolt. Note: All cylinders available with hardened steel nose 
by adding a D after the base part number. 26 Finish only. 
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2050902 nine 20C200AT mn 20 32*0201 
20*20000 20C200F1 32C2201 
20*20000 20C200L1 49C0358 
20*20000 20C20051 49C0359 
20*20000 20C20051 49C0361 


20*20049 20C20051 49C0366 
20*20049. 20C200V0... 49C0368.. „27 
20*20049 20C200V0 51*0600 


20*20052 20C200V nn DTCOG00 ns ne 23 
KY-426P2B-XXXX . 20*20073. 20C200V1... 60C810D-Op Code .. > 
KY-426P3B-XXXX cs 20*20074 20C200V1 60C810-Op Code 27 
nn ACE 2020078. 20C200VTEE za RAE 60C820D-Op Code .................... 27 
10*0200 20*20097 20C200V1 60C820-0p Code .....nssssssssssesveseee 27 
10*0400H 20*200A1 20C200V1 64C 1200 27 
10*0400V....nn he 20*200F1 wasze wci 20C200V2 
10*0500 20*200L1 20C200V3 
20*200S1 20C200V9 


200081 mme 20C20249 


10C0403H 20*20051 20020249 
10C0403V.... 20*200V0. 20020249... 94-0239... „10 
10C0500 20*200V0 94-0249 


TOCOTOO same 20 200VO scene 
10C5100 20*200V1 94-0264 
10C5200 20*200V1 wel 94-0273 
1065400: mnt 2000 Ven 20G 20049. nn 6 94-0276 
10C5500 20*200V1 20G20051 94-0277 
20*200V1 20G20073 
ZOM2OOVA ei 20G20073 
20*200V2 20G20078 
20*200V3. 20G20097... 
20*200V9 20G200A1 


94-0261 


10G0500 
10G0700 


94-0282-001. 
94-0282-002 


10G5100 20G200F1 9450270-XX 
10G5200.. 20C0901... 20G200L1 ... Available Online 
10G5300 20C0901 20G200S1 CP-286630 


10G5400 2060901 see 20620057 size ne 8 EA-100088........... 


10G5500 20C0902 20G200S1 EA-100107 
10G5600 20C0904 20G200V0 on EA-100108 
TOGS OO irainei 6 20C20000 20G200V0 annsanta 7 EA-100109 
20G200V1 EA-100110 
11CC601 20G200V1 EA-100111 
11CC602 20G200V1 EA-100113 
11CC603 20G200V1 EA-100121 
11CC604 .. 20C20049.... .21 20G200V2.. EA-100126.. 
11CC605 20020049 EA-200056 
TICESOO ean 20020051 EA-200057 ne 
11CC60L... 20€20052.m zaa 23 EA-200058.. 
11CR601 20C20054 EA-250050 
TIERGOL es 20C20058 EA-44600C€ .mnnrrrvvvvvssssevvnevessssvsenseess 
11CR603 20C20068 EA-44X052-XXXX 
11CR604 20C20070 EA-44X053-XXXX 
TTERGOS sem 20C20072 EA-44X062-XXXX 
11CR606 20C20073 EA-44X063-XXXX 
11CR60L 20C20073 EA-457P63-XX00 
TACO TO; 26:1 2002001 23 EA-45X052-XXXX 
20*0901 20020078 EA-45X053-XXXX 
20*0901 20020097 31*0100A.... EA-45X062-XXXX 
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EA-45X063-XXXX ue. 16 


EA-500041-001 ........................... 16 
EA-500041-002........................... 16 
EA-900081 .......................211-.211-.2-- 16 
EA-900082....................-..211-.211-.2-- 16 
EN-150002-XXX (Op .................... 9 
Code) 

EN-150003-XXX (Op .................... 9 
Code) 

EV-4514 

EV-4515 .... 

EV-8500D 


KWS540 z 17 
Logic Key Credit........................... 28 
SW-500101-1 


SW-500101-1 
SW-500101-2. 
SW-500101-2 
SW-500101-3 
SW-500101-3 
SW-500101-4 
SW-500101-4 
SW-500301-1 
SW-500301-2 
SW-500301-3 
SW-500301-4 
SW-600801 

SW-600801 -.........................-1-...--- 
System Series Padlocks 
System Series Padlocks... 


Part Numbers eCylinder 

94-0224 2,466.00 
94-0225 757.00 
EA-100099 491.00 
EA-900081 432.00 
EA-900082 926.00 
EA-900083 34.00 
KY-42602X-XXXX - 
KY-42603X-XXXX N 
KY-4260CR 119.00 
KY-426P2B-XXXX - 
KY-426P3B-XXXX - 
10*0200 576.00 
10*0400H 576.00 
10*0400V 576.00 
10*0500 576.00 
10C0400H 576.00 
10C0400V 576.00 
10C0403H 576.00 
10C0403V 576.00 
10C0500 576.00 
10C0700 576.00 
10C5100 576.00 
10C5200 620.00 
10C5400 678.00 
10C5500 678.00 
10C5700 678.00 
10G0400H 210.00 
10G0400V 210.00 
10G0500 210.00 
10G0700 210.00 
10G5100 210.00 
10G5200 215.00 
10G5300 220.00 
10G5400 225.00 
10G5500 235.00 
10G5600 245.00 
10G5700 255.00 
119 - 
11CC601 685.00 
11CC602 685.00 
11CC603 685.00 
11CC604 685.00 
11CC605 685.00 
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Part Numbers eCylinder 


11CC606 685.00 
11CC60L 627.00 
11CR601 685.00 
11CR602 685.00 
11CR603 685.00 
11CR604 685.00 
11CR605 685.00 
11CR606 685.00 
11CR60L 627.00 
14C02110 629.00 
20*0901 576.00 
20*0901 576.00 
20*0902 576.00 
20*20000 576.00 
20*20000 576.00 
20*20000 576.00 
20*20000 576.00 
20*20049 576.00 
20*20049 576.00 
20*20049 576.00 
20*20052 576.00 
20*20073 576.00 
20*20074 576.00 
20*20078 576.00 
20*20097 576.00 
20*200A1 576.00 
20*200F1 576.00 
20*200L1 576.00 
20*200S1 576.00 
20*200S1 576.00 
20*200S1 576.00 
20*200V0 576.00 
20*200V0 576.00 
20*200V0 576.00 
20*200V1 576.00 
20*200V1 576.00 
20*200V1 576.00 
20*200V1 576.00 
20*200V1 576.00 
20*200V1 576.00 
20*200V2 576.00 
20*200V3 576.00 
20*200V9 576.00 


20*211730 576.00 


Part Numbers eCylinder 


20C0901 576.00 
20C0901 576.00 
20C0901 576.00 
20C0902 576.00 
20C0904 576.00 
20C20000 576.00 
20C20000 576.00 
20C20000 576.00 
20C20000 576.00 
20C20049 576.00 
20C20049 576.00 
20C20049 576.00 
20C20051 576.00 
20C20052 576.00 
20C20054 576.00 
20C20058 576.00 
20C20068 576.00 
20C20070 576.00 
20C20072 576.00 
20C20073 576.00 
20C20073 576.00 
20C20074 576.00 
20C20078 576.00 
20C20097 576.00 
20C200A1 576.00 
20C200F1 576.00 
20C200L1 576.00 
20C20051 576.00 
20C20051 576.00 
20C20051 576.00 
20C200V0 576.00 
20C200V0 576.00 
20C200V1 576.00 
20C200V1 576.00 
20C200V1 576.00 
20C200V1 576.00 
20C200V1 576.00 
20C200V1 576.00 
20C200V2 576.00 
20C200V3 576.00 
20C200V9 576.00 
20C20249 576.00 
20C20249 576.00 
20C20249 576.00 
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Part Numbers eCylinder 


20C20249 576.00 
20C211730 576.00 
20G20000 210.00 
20G20049 210.00 
20G20049 210.00 
20G20051 210.00 
20G20073 210.00 
20G20073 210.00 
20G20078 210.00 
20G20097 210.00 
20G200A1 210.00 
20G200F1 210.00 
20G200L1 210.00 
20G20051 210.00 
20G20051 210.00 
20G20051 210.00 
20G200v0 210.00 
20G200v0 210.00 
20G200V1 210.00 
20G200V1 210.00 
20G200V1 210.00 
20G200V1 210.00 
20G200V2 210.00 
20G200V3 210.00 
20G200V9 210.00 
219 å 
219 å 
229 z 
239 N 
239 N 
249 i 
259 > 
259 E 
269 E 
31*0100 576.00 
31*0100A 576.00 
32*0201 576.00 
3202201 576.00 
49C0358 E 
49C0359 5 
49C0361 z 
49C0366 7 
49C0368 å 


51*0600 576.00 


Part Numbers eCylinder 


51C0600 0.00 
60C810D-Op Code 631.00 
60C810-Op Code 576.00 
60C820D-Op Code 631.00 
60C820-Op Code 576.00 
64C1200 - 
64C1200 576.00 
64C1200D L 
64C1201 576.00 
64C1201 - 
64C1201D - 
94-0239 - 
94-0249 E 
94-0261 735.00 
94-0264 - 
94-0273 412.00 
94-0276 250.00 
94-0277 618.00 
94-0278 1,442.00 
94-0281-001 B 
94-0281-002 - 
94-0282-001 - 
94-0282-002 - 
94S0270-XX 757.00 


Available Online - 


CP-286630 - 
EA-100088 - 


EA-100107 65.00 
EA-100108 - 


EA-100109 - 
EA-100110 - 


EA-100111 - 
EA-100113 491.00 


EA-100121 695.00 
EA-100126 695.00 


EA-200056 - 
EA-200057 - 


EA-200058 - 
EA-250050 - 


EA-44600C 119.00 
EA-44X052-XXXX - 


EA-44X053-XXXX - 


EA-44X062-XXXX - 
EA-44X063-XXXX - 
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Part Numbers eCylinder 
EA-457P63-XX00 - 


EA-45X052-XXXX - 


EA-45X053-XXXX - 


EA-45X062-XXXX - 


EA-45X063-XXXX - 


EA-500041-001 - 


EA-500041-002 - 


EA-900081 - 
EA-900082 - 
EN-150002-XXX (Op Code) 210.00 
EN-150003-XXX (Op Code) 210.00 
EV-4514 - 
EV-4515 E 
EV-8500D 210.00 
EV-8500S 210.00 
EV-8501D 210.00 
EV-8501S 210.00 
G8R - 
KW5401 258.00 


Logic Key Credit - 


SW-500101-1 412.00 
SW-500101-1 412.00 
SW-500101-2 1,099.00 
SW-500101-2 1,099.00 
SW-500101-3 3,436.00 
SW-500101-3 3,436.00 
SW-500101-4 - 
SW-500101-4 6,185.00 
SW-500301-1 412.00 
SW-500301-2 1,099.00 
SW-500301-3 3,436.00 
SW-500301-4 6,185.00 
SW-600801 14,011.00 
SW-600801 14,011.00 


System Series Padlocks - 


System Series Padlocks - 


® 


HIGH SECURITY LOCKS 
i, 


ASSA ABLOY 


MEDECO U.S.: 3625 Alleghany Drive | P.O. Box 3075 | Salem, Virginia 24153-0330 
Customer Service: 1-800-839-3157 


MEDECO CANADA: 141 Dearborn Place | Waterloo Ontario, Canada N2J 4N5 
Customer Service: 1-888-633-3264 


ASSA ABLOY, the global 
leader in door opening 
solutions, dedicated to 
satisfying end-user 
needs for security, safety, 
and convenience. 


£ facebook.com/medeco 
B twitter.com/medecolocks 
youtube.com/medeco 


~ enewsletter sign up: medeco.com 
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